5th Provisional Merit List (Post Gr T her): ndarvE ion 
No. GB-EST /Advertisement(PGT)/1/2021/50 


DISTRICT: Dhubri TOTAL COUNT: 1 Page 1 of 29 
CATEGORY: UR POST: Post Graduate Teacher - Accountancy 


Application Category HSSLC % TET% | Graduation | Masters% | B.Ed% | Selected ECA Total 
applied for % as marks 





10008689 Monika Saha 79.000 | 74.500 | 72.625 73.500 | 70.286 ncc: 0 | Assamese 
SPOR: O 
cUL: 0 


lar 


Signature 
Name- Ms. Mamata Hojai, AES 
Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dhubri 
CATEGORY: OBC/MOBC 


Application 
No 


a 10016429 | Rashmi Rekha Roy 
ai Sangeeta Chetry 


TOTALCOUNT: 2 Page 2:of 23 


POST: Post Graduate Teacher - Advance Assamese 


Category HSSLC % TET% | Graduation | Masters% | B.Ed% | Selected 
applied for % as 


e eee 50.778 58.688 | 56.571 oe 
ro [orem | eee ie 





ECA Total 
marks 
_ a 
i 7 





lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dhubri TOTAL COUNT: 1 Page 3 of 29 
CATEGORY: UR POST: Post Graduate Teacher - Arabic 


Application Category HSSLC % TET% | Graduation | Masters% | B.Ed% | Selected ECA Total 
No applied for % as marks 





10016905 Abdul Sadek 57.800 | 66.000 | 44.200 73.000 | 68.857 ncc: 0 | Assamese | 309.857 
SPOR: O 
cUL: 0 


lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dhubri TOTALCOUNT: 2 Page 4 of 29 


CATEGORY: OBC/MOBC POST: Post Graduate Teacher - Assamese 


Application Category HSSLC % TET% | Graduation | Masters% | B.Ed% | Selected 
No applied for % as 


ECA Total 
marks 





i ma 
— a 


lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dhubri TOTALCOUNT: 2 Page 5 of 29 


CATEGORY: UR POST: Post Graduate Teacher - Assamese 


Application Category HSSLC % TET% | Graduation | Masters% | B.Ed% | Selected 
No applied for % as 


i V— "= — ane S Wali 


ECA Total 
marks 





"| o _ _ haat Ral B eae eee = 
Reservation 


‘ad baa ean 
o D 


lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dhubri TOTALCOUNT: 2 Page 6 of 29 


CATEGORY: OBC/MOBC POST: Post Graduate Teacher - Botany 


Application Category HSSLC % TET% | Graduation | Masters% | B.Ed% | Selected ECA 
No applied for % as 





ae ~~ ~ _ aa B =| T E Baa 
HA Dipika Kapil pa 59.000 | 59.000 Bag 59.478 | 61.000 | Women | ncc: 294.419 a 


lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dhubri TOTALCOUNT: 2 Page 7 of 29 


CATEGORY: OBC/MOBC POST: Post Graduate Teacher - Chemistry 


Application Category HSSLC % TET% | Graduation | Masters% | B.Ed% | Selected ECA 
No applied for % as 





PT Debabrat Gogoi pee ene 74.400 | 65.000 | 76.857 72.065 =| 358.965 » 
i Agni Prava Roy ha 76.800 | 58.000 | 64.000 72.200 | 78.500 | Women : 349.500 = 


lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dhubri TOTALCOUNT: 8 Page 8 of 29 
CATEGORY: OBC/MOBC POST: Post Graduate Teacher - Economics 


Application Category HSSLC % Graduation | Masters% | B.Ed% | Selected ECA 
No applied for % as 

10004746 Surabhi Ghosh OBC/MOBC| 77.800 81.000 | Women 
Reservation : 

10008188 Anindita Borah OBC/MOBC| 81.400 72.214 | Women : 
Reservation . 

OBC/MOBC | 73.800 71.786 zx 

OBC/MOBC| 77.000 73.500 

OBC/MOBC | 70.400 69.786 B 


Irfan Ali 
Maram Jyoti Das 
Krishna Dey 
Dipika Rajbongshi 


OBC/MOBC | 78.800 68.286 
OBC/MOBC | 75.800 62.417 
OBC/MOBC | 70.200 74.786 


B 10000531 Nayan Talukdar 





3 


Signature 
Name- Ms. Mamata Hojai, AES 
Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dhubri TOTAL COUNT: 1 Page 9 of 29 
CATEGORY: SC POST: Post Graduate Teacher - Economics 


Application Category HSSLC % TET% | Graduation | Masters% | B.Ed% | Selected ECA Total 
applied for % as marks 


10005298 Bijoy Mandal SC 62.000 56.000 | 56.571 ncc: 0 | Assamese | 277.871 
SPOR: O 
cUL: 0 





lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dhubri TOTAL COUNT: 1 Page 10 of 29 
CATEGORY: STP POST: Post Graduate Teacher - Economics 


Application Category HSSLC % TET% | Graduation | Masters% | B.Ed% | Selected ECA Total 
applied for % as marks 


10004226 Monuj Saikia STP 41.600 | 57.500 55.750 | 47.000 ncc: 0 | Assamese | 252.975 
SPOR: 0 
cUL: 0 





lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dhubri TOTAL COUNT: 1 Page 11 of 29 
CATEGORY: UR POST: Post Graduate Teacher - Economics 


Application Category HSSLC % TET% | Graduation | Masters% | B.Ed% | Selected ECA Total 
No applied for % as marks 


10006618 Rikta Saha 77.400 | 64.500 | 80.471 | 77.500 | 80.643 i . me 





lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dhubri TOTAL COUNT: 1 Page 12 of 29 
CATEGORY: OBC/MOBC POST: Post Graduate Teacher - Education 


Application Category HSSLC % TET% | Graduation | Masters% | B.Ed% | Selected ECA Total 
applied for % as marks 


o — _ ial | ama _ m me 





lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dhubri TOTAL COUNT: 1 Page 13 of 29 
CATEGORY: SC POST: Post Graduate Teacher - Education 


Application Category HSSLC % TET% | Graduation | Masters% | B.Ed% | Selected ECA Total 
applied for % as marks 


10017037 Rekhamani Das SC 64.800 | 60.000 | 57.600 66.000 ncc: 0 | Assamese | 303.400 
SPOR: O 
cUL: 0 





lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dhubri 
CATEGORY: OBC/MOBC 


Application 
No 
10005352 Ahana Ray 


Category HSSLC % TET% | Graduation 
applied for 
OBC/MOBC} 79.200 


10010146 Priyanka Das 
10005646 Pallabi Barman 
10007527 Jitusmita Roy 


OBC/MOBC 
OBC/MOBC| 80.600 
OBC/MOBC 


10008288 Nabanita Roy OBC/MOBC| 76.800 
Choudhury 





TOTAL COUNT: 5 Page 14 of 29 
POST: Post Graduate Teacher - English 


Selected 
as 


Women : Assamese 
Reservation 
Women : Assamese | 329.696 
Reservation 
Assamese | 326.464 
Assamese 
Assamese 


lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dhubri TOTAL COUNT: 2 Page 15 of 29 
CATEGORY: SC POST: Post Graduate Teacher - English 


Application Category HSSLC % TET% | Graduation 
No applied for % 


ae _—— Ei | inal | m 
ree e e i A i E 





lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dhubri TOTAL COUNT: 2 Page 16 of 29 
CATEGORY: STP POST: Post Graduate Teacher - English 


Application Category HSSLC % TET% | Graduation | Masters% | B.Ed% | Selected ECA Total 
applied for as marks 





cee | | ia : r fl 
ae “ =e ~ | LE cai i E fee eee 


lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dhubri TOTAL COUNT: 1 Page 17 of 29 
CATEGORY: UR POST: Post Graduate Teacher - English 


Application Category HSSLC % TET% | Graduation | Masters% | B.Ed% | Selected ECA Total 
No applied for % as marks 


10000704 Bishal Paul OBC/MOBC | 82.600 | 66.500 | 67.588 67.375 | 66.600 ncc: 0 | Assamese 
SPOR: O 
cUL: 0 





lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dhubri TOTAL COUNT: 1 Page 18 of 29 
CATEGORY: OBC/MOBC POST: Post Graduate Teacher - Geography 


Application Category HSSLC % TET% | Graduation | Masters% | B.Ed% | Selected ECA Total 
No applied for % as marks 





10004068 | Surabhi Buragohain OBC/MOBC|} 76.200 | 57.500 | 77.714 73.313 ncc: 0 | Assamese | 349.949 
SPOR: O 
cUL: 0 


lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dhubri TOTALCOUNT: 3 Page 19 of 29 
CATEGORY: OBC/MOBC POST: Post Graduate Teacher - History 


Application Category HSSLC % TET% | Graduation | Masters% | B.Ed% | Selected ECA Total 
No applied for % as marks 


K 10004755 Hiyajyoti Borah 


OBC/MOBC | 74.000 | 70.500 | 45.900 52.750 i ie : Assamese | 309.567 
ie ~~ 


OBC/MOBC | 63.800 | 60.000 ; : 305.746 





ee ~~ i [ene lL i ‘a an 


ee, 


Signature 
Name- Ms. Mamata Hojai, AES 
Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dhubri TOTAL COUNT: 1 Page 20 of 29 
CATEGORY: UR POST: Post Graduate Teacher - History 


Application Category HSSLC % TET% | Graduation | Masters% | B.Ed% | Selected ECA Total 
applied for % as marks 


10014087 74.600 | 67.000 | 73.824 62.000 | 77.091 ncc: 0 | Assamese 
SPOR: O 
cUL: 0 





lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dhubri TOTALCOUNT: 2 Page 21 of 29 


CATEGORY: OBC/MOBC POST: Post Graduate Teacher - Logic & Philosophy 


Application Category HSSLC % TET% | Graduation | Masters% | B.Ed% | Selected ECA Total 
No applied for % as marks 





ia Madhuri Rasul eee 62.000 | 58.500 | 54.400 78.000 =| nore) wee 


lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dhubri TOTALCOUNT: 2 Page 22 of 29 


CATEGORY: OBC/MOBC POST: Post Graduate Teacher - Mathematics 


Application Category HSSLC % TET% | Graduation | Masters% | B.Ed% | Selected ECA 
No applied for % as 





ae — ~ aa ane i | n T 7 


lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dhubri TOTAL COUNT: 1 Page 23 of 29 
CATEGORY: OBC/MOBC POST: Post Graduate Teacher - Mathematics 


Application Category HSSLC % TET% | Graduation | Masters% | B.Ed% | Selected ECA Total 
applied for % as marks 


o a | S m T 





lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dhubri TOTAL COUNT: 1 Page 24 of 29 
CATEGORY: UR POST: Post Graduate Teacher - Mathematics 


Application Category HSSLC % TET% | Graduation | Masters% | B.Ed% | Selected ECA Total 
No applied for % as marks 





10020107 | Subharanjan Duwarah OBC/MOBC| 59.400 | 69.500 | 67.400 65.417 ncc: 0 | Assamese | 316.717 
SPOR: O 
cUL: 0 


lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dhubri TOTALCOUNT: 2 Page 25 of 29 


CATEGORY: UR POST: Post Graduate Teacher - Physics 


Application Category HSSLC % TET% | Graduation | Masters% | B.Ed% | Selected ECA Total 
No applied for % as marks 





lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dhubri TOTALCOUNT: 3 Page 26 of 29 
CATEGORY: OBC/MOBC POST: Post Graduate Teacher - Political Science 


Application Category HSSLC % TET% | Graduation | Masters% | B.Ed% | Selected ECA Total 
No applied for % as marks 


| _ 


opc/moac| 74.000 | 64.000 | 70.824 ~ 63.071 | woner | nec m 
Ka Keshab Chutia 


OBC/MOBC ~ 71.929 K 74.333 : 329.384 





E Nabajit Roy kii 70.400 | 67.000 | 73.353 | 58.500 =| - 0 | Assamese | 336.467 » 


lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dhubri TOTALCOUNT: 2 Page 27 of 29 


CATEGORY: STP POST: Post Graduate Teacher - Political Science 


Application Category HSSLC % TET% | Graduation | Masters% | B.Ed% | Selected ECA 
No applied for % as 





fe _ ym ~ | | E — 7 


lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dhubri 
CATEGORY: UR 


Application Category 
No applied for 


10000187 
10011457 


HSSLC % Graduation 
en) | 72.000 | 66.500 | 67.600 
hal Bl i 

ae ate 73.000 


Md Sanidul Islam 
Mondal 
Abdul Karim 


Nobojyoti Roy 


Pallab Medhi 


10019471 
10008200 | Begum Farida Ahmed 


Rupanjali Kalita 


fal 10008986 


10002638 


TOTAL COUNT: 6 


Page 28 of 29 


POST: Post Graduate Teacher - Political Science 


85.000 | 80.500 a 
75.071 z 
67.500 E 
73.286 E 
57.750 | Women 
Reservation 
66.714 | Women 
Reservation 


346.856 
346.711 





Signature 
Name- Ms. Mamata Hojai, AES 
Designation- Director Secondary Education 
Government of Assam 


Page 29 of 29 


DISTRICT: Dhubri TOTAL COUNT: 1 
CATEGORY: UR POST: Post Graduate Teacher - Zoology 


Application Category HSSLC % TET% | Graduation | Masters% | B.Ed% | Selected ECA Total 
No applied for % as marks 





10022992 Sourav Das SC 73.600 | 63.000 | 76.235 70.400 | 74.429 ncc: 0 | Assamese | 357.664 
SPOR: O 
cUL: 0 


1. This is a Provisional Merit List Published to accept the Selection made by the Districts. In case of any grievance, you may visit office of the DSE on 7th March 2022 
for clarification. 
2.Any claim for appointment to the post of Teacher on the basis of appearance of name in Provisional Merit List will NOT be entertained. 


3. Appointment letters will be issued only to the candidates whose names appear in the Final Select List. 

4.The candidature will be cancelled forthwith, if any kind of fraudulence/discrepancy regarding any information/documents provided by candidate is established 
by the competent authority at any point of time during the entire recruitment process. 

5. Candidate selected in only one district and post does not require to select district and post. 

6. Application for wrong selection of Post and district will be entertained within 12 hours after the district and post selection link is opened. 


Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


